Reporting-MTA: dns;mmp-bos-2.state.ma.us 

Original-Recipient: rfc822;jvitiello@moses-ma.org 
Final-Recipient: rfc822;jvitiello@moses-ma.org 
Action: failed 
Status: 5.1.1 

Remote-MTA: dns;filter.conversant.net 

Diagnostic-Code: smtp;550 <jvitiello@moses-ma.org>: Recipient address rejected: 5.1.1 
<jvitiello@moses-ma.org>... User unknown 


Farak email PRR 002069 



